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1.- IDENTIFICATION OF THE SUBSTANCE AND THE COMPANY. 


1.1 Product name : EXPANCEL 920 WET 20 d30 

1.2 Other identified uses :  Light-weigth filler 

1.3 Relevant identified uses of the : Application use “architectural coatings". 
substance and uses advised 
against 

1.4 Details of the supplier of the : Cool Additives Technology 
safety data sheet 11811 North Freeway Suite 500 


Houston, TX 77060 


Phone number. 281-591-4715 
E-mail: info@coad-tech.com 


1.5 Emergency telephone : 281-591-4715 


2.- HAZARDS IDENTIFICATION. 


2.1 Classification of the substance or mixture: 
The substance is classified according to NOM-018-STPS-2015. 


2.2 GHS label elements, including precautionary statements: 
The substance is not classifield as dangerous to health or environment. 


2.3 Hazards not otherwise classified or not covered by GHS: 
ND/NA 
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3.- COMPOSITION/INFORMATION INGREDIENTS. 


To substances : NA 
To mixes : Organic compound. 


Hazardous components information: 


Chemical name | CAS-No. 


Concentration 


(%W/W) Hazard statements Pictogram 


Signal word: Danger 


Isopentane/ 2- 


methyloutane Asp. Tox. 1; H304 
Aquatic Acute 2; H401 <i) (D D <> 
Aquatic Chronic 2; H411 


Flam.Lig, 1; H224 
STOT SE, 3; H336 


78-78-4 1.5-2 Acute Tox, 5; H333 


Not hazardous components information: 


Chemical name | CAS No. 


Concentration 


(%W/W) Hazard statements Pictogram 


Signal word: NA 


Water 7732-18-5 85 NA NA 


For further information on the hazardous of substances, see Sections 8, 11, 12, 15 and 16. 


“ICC; Confidential Business Information. These components serve as raw materials for the composition of 


4.1 


the mixture. 
4.- DESCRIPTION OF FIRST-AID MEASURES. 


General advice: 
Show this material safety data sheet to the doctor in attendance. 
No risks requiring special first-aid safety measures. 


If inhaled: 

If breathing is difficult, remove victim to fresh air and keep at rest in a position comfortable for 
breathing. 

Rinse cautiously with water for several minutes. 


In case of skin contact: 
Take off contaminated clothing. 
Rinse cautiously with water for several minutes. 
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In case of eye contact: 

Rinse cautiously with water for several minutes. 

Rinse out with plenty of water. 

Remove contact lenses, if present and easy to do. Continue rinsing. 
If eye irritation persists, get medical help. 


If swallowed: 
Rinse mouth (only if person is conscious) and drink plenty of water. 
Get emergency medical help immediately. 


Most important symptoms and effects, both acute and delayed: 
No data available. 


Indication of any immediate medical attention and special treatment needed: 
No data available. 


5.- FIREFIGHTING MEASURES. 


Suitable extinguishing media: 
Water foam. 
Dry powder. 
Water spray. 


Special hazards arising from the substance or mixture: 

Prevent fire extinguishing water from contaminating surface water or the ground water system. 

Risks of ignition followed by flame propagation or secondary explosions shall be prevented by 
avoiding accumulation of dust, e.g., on floors and ledges. 

Heating may cause decomposition with release of toxic fumes. 

Carbon monoxide toxic fumes may occur as a decomposition product in case of fire. 


Special measures to be followed by firefighting groups: 
No data available. 


Advice for firefighters: 
In case of fire, wear self-contained breathing apparatus. 


Further information: 

Prevent fire extinguishing water from contaminating surface water or the ground water system. This 
must not be discharged into drains. 

Fire residues and contaminated fire extinguishing water must be disposed of in accordance with local 
regulations. 
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6.- ACCIDENTAL RELEASE MEASURES. 
Personal precautions, protective equipment, and emergency procedures. 


Individual precautions: 
You should not any action is taken that poses a personal risk or without adequate training. 


Emergency measures 
Follow safe handling advice and personal protection equipment. 


6.2 Environmental precautions: 
Do not flush surface water or sanitary sewer system. 
If the product contaminates rivers and lakes or drains inform respective authorities. 
6.3 Methods and materials for containment and cleaning up: 
Pick up and arrange disposal without creating dust. 
Keep in suitable, closed containers for disposal. 
6.4 Reference to other sections: 
For personal protection see section 8. 
For disposal see section 13. 
7.- HANDLING AND STORAGE. 
7.1 Precautions for safe handling: 
For personal protection see section 8. 
Do not eat, drink, or smoke when using this product. 
Avoid creating dust. 
Keep away from heat/sparks/open flames/hot surfaces. No smoking. 
Dispose of rinse water in accordance with local and national regulations. 
Advice on protection against fire and explosion: 
Provide appropriate exhaust ventilation at places where dust is formed. 
Use only non-sparking tools. 
Dust explosion class: 
NA 
7.2 Conditions for safe storage, including any incompatibilities: 
Requirements for storage areas and containers: 
Store at room temperature in the original container. 
Keep container tightly closed and in a well-ventilated place. 
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Suggestions for regular storage: 
No special restrictions on storage with other products. 


Maximum storage temperature: 
50°C. 


Further information: 
No decomposition if stored and applied as directed. 


8.- EXPOSURE CONTROLS/PERSONAL PROTECTIONS. 


8.1 Control parameters: 


Component CAS-No. Value Contra} parameters Basis 
(ppm) 

sopeniane en 73764 VLE-PPT 600 NOM-010-STPS-2014 
methyloutane 
Further information: Peripheral neuropathy 

Powder NA ND 0.1 ND 

Further information: Derivation of DNEL (s): Derived No Effect Level. 
*VLE-PPT: Time Weighted Average Exposure Limit Value. 


8.2 Appropriate engineering controls: 
Provide appropriate exhaust ventilation at places where dust is formed. 


-E 
Revision: 001 


Page 5 of 14 Emission Date: March, 2022 
Revision Date: March, 2022 


Cool Addit 


1181 North Freeway suite 500 
Houston, TX 77060, USA 
SAFETY DATA SHEET 


‘ool Additives Technology 


8.3 Personal protective equipment: 


Eye/face protection 
Symbol PPE Observations 
Use equipment eye protection tested and 
approved under appropriate government 
standards. Clean daily and disinfect 
periodically according to the manufacturer's 
instructions. 


Safety glasses with side 
shields 


Skin protection 
Symbol PPE Observations 


Replace with any sign of deterioration. For 


l prolonged periods of exposure to the product, 
E Long sleeved clothing | work, clothes for chemical protection are 
recommended. 


For prolonged or repeated contact use 


Protective gloves protective gloves complying with EN 374. 


Respiratory protection 
No personal respiratory protective equipment normally required. 


8.4 Hygiene measures: 
Handle in accordance with good industrial hygiene and safety practice. 
Wash hands before breaks and at the end of workday. 
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9.- PHYSICAL AND CHEMICAL PROPERTIES. 


Cool Addi 


Parameter Description 

1 Appearance wet powder 

2 Odor slight 

3 Color white 

4 Odor threshold ND 

5 pH 3-4, when dispersed in water 

6 Melting point/freezing point NA 

7 Initial boiling point/boiling range NA 

8 Flash point NA 

9 Evaporation rate NA 

10 Flammability The product is not flammable 

11 Upper/lower flammability or explosive limits NA 

12 Vapor pressure NA 

13 Density Approx. 30 kg/m? 

14 Vapor density NA 

15 Relative density NA 

16 Solubility Insoluble. 

17 Solubility in other solvents Dimethylformamide 

18 Partition coefficient: n-octanol/water ND 

19 Auto-ignition T °C ND 

20 Decomposition T °C ND 

21 Molecular weight ND 

22 Particle size 30-50 um 

23 Comburent properties The substance or mixture is not classified as 
comburent 

24 Minimum ignition energy NA 

25 Explosive properties The substance or mixture is not classified as 
explosive. 

26 Viscosity, dynamic NA 

27 Viscosity, kinematic NA 

28 Volatile organic compounds (VOC) content 1.35% 

This safety datasheet only contains information relating to safety and does not replace any 
product information or product specification. 
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10.- STABILITY AND REACTIVITY. 


Reactivity: 
Stable under normal conditions. 


Chemical stability: 
Stable under recommended storage conditions. 


Possibility of hazardous reactions: 


If the product is stored at temperatures above 60°C the release of blowing agent increases with a 
risk of explosive air mixtures. 


Conditions to avoid: 


Heat, flames, sparks, open flames, and hot surfaces. 
Store at temperatures below 60°C. 


Incompatible materials: 
No data available. 


Hazardous decomposition products: 
In case of fire: hydrogen chloride, carbon monoxide, nitrogen oxides (NOx). 


11.- TOXICOLOGICAL INFORMATION. 


a) Acute toxicity: 


Not classified based on available information. 


b) Skin corrosion/irritation: 


Not classified based on available information. 


c) Serious eye damage/eye irritation 


Not classified based on available information. 


d) Respiratory or skin sensitization: 


Not classified based on available information. 


e) Germ cell mutagenicity: 


Not classified based on available information. 


f) Carcinogenicity: 


Not classified based on available information. 


g) Reproductive toxicity: 


Not classified based on available information. 


h) Specific Target Organ Toxicant-Single exposure: 


Not classified based on available information. 
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Specific Target Organ Toxicant-Repeated exposure: 
Not classified based on available information. 
Aspiration hazard: 

Not classified based on available information. 


Hazard summary: 


Inhalation: 

May cause respiratory irritation. 

Skin: 

Causes skin irritation. 

Ingestion: 

Not irritating. 

Eyes: 

Causes eye irritation. 

Aggravated Medical Condition: 

No data available. 

Symptoms of overexposure: 

No data available. 

Further information: 

The product is not classified as dangerous to environment or health as the isopentane is encapsulated 
in the product. 

A person handling the product will not come in contact with it and if spilled it will not escape into the 
environment. 


Acute oral toxicity : > 5,000 mg/kg 
Method: Expert judgement. 


Aspiration toxicity: 
No aspiration toxicity classification. 


Carcinogenicity: 


IARC: 

No ingredient of this product present at levels greater than or equal to 0.1% is identified as probable, 
possible, or confirmed human carcinogen by IARC. 

OSHA: 

No ingredient of this product present at levels greater than or equal to 0.1% is identified as a 
carcinogen or potential carcinogen by OSHA. 
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12.- ECOLOGICAL INFORMATION. 
Product information: 
Toxicity: 


Ecotoxicology assessment: 
An environmental hazard cannot be excluded in the event of unprofessional handling or disposal. 


Ecotoxicology effects: 
Toxicity to fish: : LC50 > 5,000 mg/L 
Exposure time: 96 h 


Persistence and degradability: 


Bioaccumulation: 

Does not bioaccumulate. 
Mobility: 

Immobile. 
Biodegradability: 

Not readily biodegradable. 


Other adverse effects: 


Biochemical Oxygen Demand (BOD): 
No data available. 


Components: 


Component: lsopentane/ 2-methylbutane 


Ecotoxicology assessment: 
Toxic to aquatic organisms, may cause long-term adverse effects in the aquatic environment 
Toxicity to fish : LC50: > 1-10 mg/L 

Exposure time: 96 h 
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Persistence and degradability: 


Bioaccumulation: 

Does not bioaccumulate. 
Mobility: 

Immobile. 
Biodegradability: 

Not readily biodegradable. 


13.- DISPOSAL CONSIDERATIONS. 
Waste treatment methods: 


Disposal: 

The product should not be allowed to enter drains, water courses or the soil. 

Do not contaminate ponds, waterways, or ditches with chemical or used container. 
Can be incinerated, when in compliance with local regulations. 

If the material is incinerated hazardous fumes are formed. 


Contaminated packaging: 
Empty remaining contents. 
Dispose of as unused product. 


14.- TRANSPORT INFORMATION. 
International regulation: 


ADN: 

Not regulated as a dangerous good. 
IATA-DRG: 

Not regulated as a dangerous good. 
IMDG: 

Not regulated as a dangerous good. 
UNRTDG: 

Not regulated as a dangerous good. 
Transport in bulk according to Annex Il of MARPOL 73/78 and the IBC Code: 
Not applicable for product as supplied. 
NCh 2190/382: 

Not regulated as a dangerous good. 
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Land transport: 
Not regulated as a dangerous good. 


Nacional regulation: 


49 CFR: 

Not regulated as a dangerous good. 
TDG: 

Not regulated as a dangerous good. 
NOM-002-SCT: 

Not regulated as a dangerous good. 


15.- REGULATORY INFORMATION. 


Specific safety, health and environmental provisions for the hazardous chemicals or mixtures 
concerned: 
ND/NA 


Notification status: 


TCSI: YES. On the inventory, or in compliance with the inventory. 

TSCA: YES. All chemical substances in this product are either listed on the TSCA inventory or in 
compliance with a TSCA Inventory exemption. 

AICS: NO. Not in compliance with the inventory. 

DSL: NO. The product contains one or more components not listed in the DSL or NDSL list in Canada. 
ENCS: YES. On the inventory, or in compliance with the inventory. 

ISHL: YES. On the inventory, or in compliance with the inventory. 

KECI: NO. Not in compliance with the inventory. 

PICCS: NO. Not in compliance with the inventory. 

IECSC: YES. On the inventory, or in compliance with the inventory. 

NZloC: YES. On the inventory, or in compliance with the inventory. 

CH INV: No data available. 


For explanation of abbreviation see section 16. 
Safety, health and environmental regulations/legislation specific for the substance or mixture: 


“Ley Federal para el Control de Precursores Quimicos, Productos Quimicos Esenciales y 
Maquinas para Elaborar Capsulas, Tabletas y/o Comprimidos”: 

NA 

Further information: 

No data available. 
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TSCA list: 

NA/ND 

OSHA hazardous: 

NA/ND 


16.- OTHER INFORMATION. 


The above information is believed to be correct but does not purport to be all inclusive and shall be 
used only as a guide. The information in this document is based on the present state of our knowledge 
and is applicable to the product about appropriate safety precautions. 


Full text of H-Statements: 

H224: Extremely flammable liquid and vapour. 
H304: May be fatal if swallowed and enters airways. 
H333: May be harmful if inhaled. 

H336: May cause drowsiness or dizziness. 

H401: Toxic to aquatic life. 

H411: Toxic to aquatic life with long lasting effects. 


Full text of other abbreviations: 


AICS - Australian Inventory of Chemical Substances; ANTT - National Agency for Transport by Land 
of Brazil; ASTM - American Society for the Testing of Materials; bw - Body weight; CMR -Carcinogen, 
Mutagen or Reproductive Toxicant; CPR - Controlled Products Regulations; DIN -Standard of the 
German Institute for Standardization; DSL - Domestic Substances List (Canada); ECx - Concentration 
associated with x% response; ELx - Loading rate associated with x% response; Ems - Emergency 
Schedule; ENCS - Existing and New Chemical Substances (Japan); ErCx -Concentration associated 
with x% growth rate response; ERG - Emergency Response Guide; GHS -Globally Harmonized 
System; GLP - Good Laboratory Practice; IARC - International Agency for Research on Cancer; IATA 
- International Air Transport Association; IBC - International Code for the Construction and Equipment 
of Ships carrying Dangerous Chemicals in Bulk; IC50 - Half maximal inhibitory concentration; ICAO - 
International Civil Aviation Organization; IECSC - Inventory of Existing Chemical Substances in China; 
IMDG - International Maritime Dangerous Goods; IMO -International Maritime Organization; ISHL - 
Industrial Safety and Health Law (Japan); ISO -International Organization for Standardization; KECI - 
Korea Existing Chemicals Inventory; LC50 -Lethal Concentration to 50 % of a test population; LD50 - 
Lethal Dose to 50% of a test population (Median Lethal Dose); MARPOL - International Convention 
for the Prevention of Pollution from Ships; n.o.s. - Not Otherwise Specified; Nch - Chilean Norm; 
NO(A)EC - No Observed (Adverse) Effect Concentration; NO(A)EL - No Observed (Adverse) Effect 
Level; NOELR - No Observable Effect Loading Rate; NOM - Official Mexican Norm; NTP - National 
Toxicology Program; NZloC -New Zealand Inventory of Chemicals; OECD - Organization for 
Economic Co-operation and Development; OPPTS - Office of Chemical Safety and Pollution 
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Prevention; PBT - Persistent, Bio accumulative and Toxic substance; PICCS - Philippines Inventory 
of Chemicals and Chemical Substances; (Q)SAR - (Quantitative) Structure Activity Relationship; 
REACH - Regulation (EC) No 1907/2006 of the European Parliament and of the Council concerning 
the Registration, Evaluation, Authorization and Restriction of Chemicals; SADT - Self-Accelerating 
Decomposition Temperature; SDS - Safety Data Sheet; TCSI - Taiwan Chemical Substance 
Inventory; TDG - Transportation of Dangerous Goods; TSCA - Toxic Substances Control Act (United 
States); UN - United Nations; UNRTDG - United Nations Recommendations on the Transport of 
Dangerous Goods; vPvB - Very Persistent and Very Bio accumulative; WHMIS - Workplace 
Hazardous Materials Information System. 
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